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Message Text 


UNCLASSIFIED 

PAGE 01 PARIS 32543 031849Z 
70 

ACTION HEW-06 

INFO OCT-01 EUR-12 ISO-00 OES-06 MED-03 /028 W 

080840 

R031845ZNOV 76 
FM AMEMBASSY PARIS 
TO SECSTATE WASHDC 6773 

UNCLAS PARIS 32543 

E.0.11652: N/A 

TAGS: OGEN, ETRD, EIND, TBIO, FR 

SUBJECT: FDA ADVISORY - DEFECTIVE MEDICAL DEVICES- 
RECALL NO. T-144-6 AND T-120/1-6 

REE.: (A) STATE 247706, (B) 247708 

1. REFTELS REQUESTED POST CONTACT CLIMO S.A., 39 
BOULEVARD AMBROISE PARE, 69008 LYON, FRENCH DISTRIBUTOR 
OF (A) BALECTRODE PACING KIT EOR TEMPORARY PACING AND 
PACING PROBES, (B) PULSE GENERATOR CONNECTOR; 
MANUFACTURED BY ELECTRO-CATHETER CO., 2100 ELEVER 
COURT, RAHWAY, N.J. 07065 

2. POST CONTACTED MR. LAGESSE, GENERAL MANAGER OE CLIMO 
WHO STATED THAT HE HAD NOT BEEN ADVISED ABOUT DEFECTIVE 
DEVICES. 

3. LAGESSE WILL CONTACT U.S. FIRM DIRECTLY TO OBTAIN 
FURTHER DETAILS. 

RUSH. 


UNCLASSIFIED 


NNN 
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Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
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Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976PARIS32543 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760410-1091 
From: PARIS 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 976/newtext/t1 9761 185/aaaacwce. tel 

Line Count: 45 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION HEW 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
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Subject: FDA ADVISORY - DEFECTIVE MEDICAL DEVICES- RECALL NO. T-144-6 AND T-120/1-6 
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